The  iconostas  and  Altar  of 
The  Holy  Ghost 
Russian  Orthodox  Greek  Catholic  Church,  Inc. 
1510  East  Main  Street    Bridgeport,  Conn.  06610 
Organized  In  1894 


POST  CARD 


i 


120339 


